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ERRATA 

ISSUE OF JANUARY, 1924 

On page 162, line 11 from bottom of page, and on 
page 163, line 4: 

read Kl instead of K8. 

On page 173, line 3 from bottom of page: 
read emerging instead of engineering. 



